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MACHINE SPEC. SELECTION SHEET 




(1) SPECIFIED WEIGHT IS BASED ON THE MACHINE WITH EXPORT STADARD SPECIFICATION AND INCLUDING STANDARD ACCESSORIES AND EQUIPMENTS 

(2) IF SPINDLE MOTOR IS al 5/70001, THE REQUIRED POWER CAPACITY IS 50KVA. IF SPINDLE MOTOR IS a22/7000i, THE REQUIRED POWER CAPACITY IS 60KVA. 



!. SPINDLE HEAD (CONTINUED) 








